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Julie - I don’t think that this is what you asked me for... sorry - I digressed into testing different pipet styles for viscous 
samples as recommended by the pipet manufacturer... Did you want me to run one of the Lorazepam QCs 20 times, for 
repeatability? 

Jill 

PS: not much difference in recoveries, no matter the pipetting style used. 
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